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PREFACE 


Public  Health  Office, 
12a,  Institute  Road, 


Swan age. 


To  the  Worshipful  the  Mayor,  and  Aldermen  and  Councillors  of  the 
Borough  of  Wareham. 


I  have  the  honour  to  present  to  you  my  Annual  Report  on  the  health 
and  sanitary  conditions  of  the  Borough  of  Wareham  for  the  year  1951. 

The  Report  is  set  out  in  sections  in  the  following  order :- 


Pages 
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5-8 
9-11 
12  -  13 
14  -  15 
16  -  18 
19  -  20 


The  health  of  the  District,  generally  speaking,  remained  satis¬ 
factory  throughout  the  year,  although  influenza,  bronchitis  and  pneumonia 
were  rather  prevalent  during  the  early  months  of  the  year.  There  were 
no  deaths  from  influenza,  but  there  were  throe  from  bronchitis  and  one 
from  pneumonia.  There  was  no  undue  incidence  of  notifiable  infectious 
disease  in  the  Borough. 

The  vital  statistics  call  for  little  comment  and  it  has  been 
emphasised  that  undue  importance  should  not  be  attached  to  rates  \vhere 
they  are  based  on  very  small  numbers.  Births  registered  were  eight 
fewer  than  last  year  and  six  more  than  the  deaths  registered  during  the 
year.  The  deaths  registered  were  four  loss  than  in  1950. 

The  housing  position,  generally,  shows  improvement,  but  the  demand 
for  better  housing  conditions  is  still  far  from  satisfied  and  many  young 
families  are  still  living  in  unsuitable  accommodation. 

I  wish  to  thank  the  Members  of  the  Council  for  their  kindness  and 
consideration,  and  the  Sanitary  Inspector  and  other  Officers  of  the 
Council  for  their  holp  and  co-operation  during  the  Year. 


Medical  Officor  of  Health 


September  1951. 
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STATISTICS  A1TD  SOCIAL  CONDITIONS 


General 

Statistics 

1. 

Area  of  the  Borough 

•  • 

• 

710  acres 

2. 

Population 

At  Census  1951 

•  • 

• 

2,760 

As  estimated  by  Registrar  General 

-  mid 

1951 

2,733 

3. 

Total  number  of  inhabited  houses  according 
Rate  Book  - 

At  end  of  1950 

At  end  of  1951  . . 

to  the 

• 

• 

840 

857 

4. 

Rateable  value  at  1st.  April,  1951 

•  • 

• 

£15,606 

5. 

Sum  represented  by  Penny  Rate 

•  t 

• 

£60.3.6. 

SUimRY  OF  VITAL  STATISTICS  FOR  THE  YEAR  1951 


Total 

Male 

Female 

Live  Births 

i 

f 

Total  Registered  ...  ...  ... 

38 

23 

15 

Legitimate  ...  ...  ... 

34 

21 

13 

Illegitimate  ...  ...  ... 

4 

2 

2 

Still  Births 

1 

i 

i 

Total  Registered  ...  ...  ... 

- 

- 

[ 

_ 

i  "t  un.ci't©  •••  •••  •  •  • 

- 

- 

- 

Illegitimate  ...  ...  ... 

- 

- 

_ 

Deaths 

1 

j 

Total  Registered  ...  ...  ... 

32 

15 

17 

Infant  Mortality 

Deaths  of  Infants  under  1  year  of  age : 

Total  Registered  ...  ...  ... 

- 

- 

- 

Legitimate  ...  ...  ... 

- 

- 

Illegitimate  ...  ...  ... 

• 

— 

Deaths  of  Infants  under  four  weeks  of  age: 

Total  Registered  ...  ...  ... 

- 

- 

- 

Legitimate  ...  ...  ... 

- 

- 

- 

Illegitimate  ...  ...  ... 

•  c  i r?  I  v 'i\- no- 
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3IRTH,  DEATH,  INF AFT  AND  MATERNAL  MORTALITY  RaTES 

FOR  THfe  YEAQ951 

Crude  Birth  Rate  per  1,000  Home  Population  13*9 
Crude  Death  Rate  per  1,000  Home  Population  11*7 
Area  Comparability  Factors 
For  Births  1*08  For  Deaths  0*75 


1 

Wareham 

Borough 

England 

0.  Wales 

|  Birth  Rates  per  1,000  Home  Population(Standardised ) 

Live  Births  ...  ...  ... 

15-0 

15*5 

Still  Births  •••  •••  • • • 

0-00 

0*36 

Death  Rates  per  1,000  Home  ?opulation( Standardised ) 

All  C  8LU  S  0  S  •••  ••• 

8-8 

12-5 

Typhoid  and  Paratyphoid  ...  ... 

0«00 

0*00 

Whooping  cough  ...  ...  ... 

0*00 

0.01 

Diphtheria  ...  ...  ... 

O’O^ 

0*00 

Tuberculosis  ...  ...  ... 

0*00 

0-31 

Influenza  •••  •  •  •  ••• 

0*00 

0*38 

Smallpox  •••  •••  ••• 

0-00 

0*00 

Acute  Poliomyelitis ( including  Polioencephalitis) 

0*00 

0-00 

Pneumonia  ...  ...  ... 

0*27 

0*61 

Infant  Mortality  Rates  per  1,000  Live  Births 

All  causes  under  1  year  of  age  ... 

0*0 

29*  6 

Enteritis  and  Diarrhoea  (under  2  years)  ... 

m 

0*0 

1*4 

MATERNAL  MORTALITY 


Intermediate  List  Vo. 

and  Cause 

. . ", 

Number 

] 

of  Deaths  ! 

Rates  per 

— 

1,000  Total  j 

(Live  <?-  St 

ill  Births ) 

Wareham 

England 

Wareham 

England 

Borough 

&  Wales 

Borough 

C  Wales 

A115  Sepsis  of  pregnancy. 

i 

j 

childbirth  and  the 

o 

70 

0*00 

0-10 

puerperium 

(Abortion  with  toxaemie 

Q 

3 

0.00 

0*00 

A116(0ther  toxaemias  of 

pregnancy  and  the 
puerperium 

0 

167 

0*00 

0*24 

A117  haemorrhage  of  preg- 

nancy  <**  childbirth 

0 

91 

0.00 

0*13 

A118  Abortion  without 

mention  of  sepsis 
or  toxaemia 

0 

37 

0*00 

0-05 

A119  Abortion  with  sepsis 
A120  Other  complications 

0 

66 

0.00 

0.09 

of  pregnancy,  child¬ 
birth  and  the 
puerperium 

i 

0 

125 

0*00 

0.18 

; 


1 
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CAUSES  OF  DEATHS  -  YE*R  1951 


No.  in 
Registrar 
General ’ s 
Abridged 
List 

Cause  of  Death 

TTale 

Female 

Total 

1 

Tuberculosis,  respiratory  ... 

• 

2 

Tuberculosis,  other  ...  ... 

- 

- 

- 

3 

Syphilitic  disease  ...  .... 

- 

- 

- 

4 

Diphtheria  ...  ...  ... 

"" 

- 

5 

Whooping  Cough  ...  ... 

- 

6 

Meningococcal  infections 

“ 

- 

7 

Acute  Poliomyelitis  ...  ... 

8 

OCXS  1(3  s  •  •  •  •  •  •  ••• 

- 

- 

9 

Other  infective  and  parasitic  diseases 

- 

- 

10 

Malignant  neoplasm,  stomach  ... 

2 

- 

2 

11 

Malignant  neoplasm,  lung,  bronchus 

1 

- 

1 

12 

Malignant  neoplasm,  breast  ... 

- 

_ 

13 

Malignant  neoplasm,  uterus  ... 

- 

- 

14 

Other  malignant  and  lymphatic  neoplasms 

3 

- 

3 

15 

Leukemia,  aleukemia  ...  ... 

- 

_ 

16 

Diabetes  •••  •••  ••• 

_ 

- 

17 

Vascular  lesions  of  nervous  system 

3 

5 

8 

18 

Coronary  disease,  angina  ... 

3 

- 

3 

19 

Hypertension  with  heart  disease  ... 

1 

1 

2 

20 

Other  heart  diseases  ...  ... 

1 

5 

6 

21 

Other  circulatory  diseases  ... 

- 

1 

1 

22 

Influenza  •••  •••  •  •  • 

- 

- 

- 

23 

Pneumonia  ...  ...  ... 

1 

1 

24 

Bronchitis  ...  ...  ... 

3 

3 

25 

Other  Diseases  of  Respiratory  System 

_ 

26 

Ulcer  of  stomach  and  duodenum  ... 

- 

- 

- 

27 

Gastritis,  Enteritis  and  Diarrhoea 

- 

- 

28 

Nephritis  and  Nephrosis  ... 

- 

- 

- 

29 

Hyperplasia  of  prostate  ... 

- 

- 

30 

Pregnancy,  childbirth,  abortion  ... 

- 

- 

31 

Congenital  malformations  ... 

-  ; 

- 

- 

32 

Other  defined  and  ill-defined  diseases 

i  i 

2 

33 

Motor  vehicle  accidents  ... 

- 

" 

* 

34 

All  other  accidents  ...  ... 

_  i 

9 

35 

Suicido  •••  •••  • • • 

-  ' 

- 

- 

36 

Homicide  and  operations  of  war  ... 

■ 

Total 

1 

15  i 
; 

| 

17 

32 

■ 

•  * 

•  •  • 

•  •  i 


. 
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SANITARY  CIRCUMSTANCES  OF  THE  AREA 


WATER  SUPPLY 


There  has  been  no  alteration  in  the  source  of  water  supply  to  the 
Borough  during  the  year. 

The  water  is  supplied  from  two  wells  at  Worgret  Heath,  over  half  a 
mile  from  the  Borough  boundary.  The  Old  Well  on  Worgret  Heath,  101  ft. 
above  O.D.  is  about  100  ft.  deop  in  the  Bagshot  sand  and  clay  series, 
with  a  water  rest  level  of  11  ft.  The  New  Well  sunk  in  1940,  in  the 
nearby  river  meadow,  is  30  ft.  deep  with  a  water  rest  level  of  25  ft. 

The  untreated  water  from  both  wells  is  soft,  acid,  contains  organic 
matter  and  is  plumbo  solvent.  The  treatment  of  the  water  is  designed 
to  alter  these  characteristics. 

The  water  is  pumped  through  an  aerating  spray  to  a  concrete  tower 
30  ft.  in  height,  whore  it  is  dosed  with  lime*  it  is  then  filtered 
through  Permutit  pressure  filters,  and  ohlorinated  before  it  is  passod 

into  concrete  reservoirs  which  have  a  capacity  of  320,000  gallons. 

♦ 

The  alterations  to  the  engine  house  and  pump,  in  connection  with 
the  new  pump  and  lining  for  the  old  well,  were  completed,  but  owing  to 
the  drawing  in  of  fine  sand  it  has  not  been  possible  to  make  full  use 

of  this  well. 

The  Main  was  extended  to  serve  Mistover  Road,  on  the  Council’s 
Kingsbere  housing  estate.  In  addition  to  supplying  the  Borough, 
water  is  also  supplied  to  a  number  of  houses  in  the  Bestwall  and  Wor¬ 
gret  areas  of  the  adjoining  Rural  District,  and  water  is  supplied  in 
bulk  to  the  Wareham  and  Purbeck  Rural  District  Council  to  supply  the 
neighbouring  village  of  Stoborough  and  surrounding  area  in  the  Parish 
of  Arne. 

t 

The  average  daily  consumption  of  water  was  approximately 

Total  ...  ...  110,000  gallons 

British  Railways  ...  13,400  gallons 

Wareham  £  Purbeck  Rural  District  4,836  gallons 

There  was  no  shortage  of  water  at  any  timo  during  the  year,  and 
the  quality  of  the  treated  water  remained  highly  satisfactory. 


Water  Supply  to  ^ousos  in  the  Borough 


Percentage  of  Percentage  of 


Dwelling  houses  Population 

From  Public  Mains 

(a)  Direct  to  Dwelling  Houses  98*43  98*92 

(b)  By  means  of  Standpipe  0*71  0*44 

From  Private  Wells 

(a)  Direct  to  Dwelling  Houses  0*43  0.48 

(b)  Not  Piped  to  Dwelling  Houses  0*43  0*16 


■ 


% 


■ 
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Bacteriological  Examination  of  Water 


Description  of  Water 

Total  No. 
of  Samples 

Results 

No.  of 
Samples 

B.  Coli  per 
100  ml. 

Treated  Water  at  Pumping 

3 

3 

Nil  ! 

Station 

Treated  Water  from  service 

32 

32 

Nil 

taps  in  Town 

! 

i 

Raw  water  New  Well 

2 

2 

Nil 

Raw  water  Old  Well 

3 

3 

1 

I 

' 

CHEMICAL  ANALYSES 


Certificate  of  Analysis 


of  a  sample  of  Raw  Water  marked  No.l  Old  Well,  Worgret  Waterworks 

I  hereby  certify  that  I  have  examined  the  above  mentioned  sample 
with  the  following  results  (expressed  as  parts  per  million) 


Free  Ammonia  0*016 

Nitrites  absent 

Oxygen  absorbed  in  15 

mins,  at  80°F  0*853 

Chlorine  20*0 

Temporary  hardness  10*0 

Total  hardness  35*0 

Metals  -  slight  traces  of  iron, 
copper,  zinc,  lead  -  absent 
Plumbo  solvency  -  very  marked  action  on  lead. 


Albuminoid  0*008 

Nitrates,  as  Nitric  nitrogen  0*13 
Oxvgen  absorbed  in  4  hrs. 

at  80°F  1*882 

Chlorine  as  sodium  chloride  32*96 
Pormanent  hardness  25*0 

Total  solids  255*0 

Odour  None 

Colour  -  colourless  and  clear. 


Remarks 


This  is  a  very  satisfactory  analysis  and  indicates  that  the  water 
is  quite  free  from  pollution.  It  is  soft  in  character  and  has  a  very 
marked  action  on  lead,  and  for  this  reason  all  pipes  of  this  metal  should 
bo  avoided. 

In  my  opinion,  from  a  chemical  point  of  view,  this  water  is  very 
satisfactory  for  drinking  and  domostic  purposes. 


(Signod)  ARTHUR  S.  CARLOS. 

Public  Analyst. 


:  •/  f  .  • •  •• 
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Certificate  of  Analysis 


of  a  sample  of  Rav;  Water  narked  No.  2  Well,  Worgrot  Waterworks. 

I  hereby  certify  that  I  havo  examined  the  abovo  mentioned  sanplo  with 
tho  following  results  (expressed  as  parts  per  million) 


Free  ammonia 

0*020 

Nitrites 

absent 

Oxygen  absorbed  in  15 
mins,  at  80°F 

1*882 

Chlorine 

27*500 

Temporary  hardness 

42*500 

Total  hardness 

65*000 

Metals  -  slight  trace  of 

iron ; 

copper,  zinc,  load  -  absent 
Plumbo  solvency  -  marked  action 


on  load. 


Albuminoid  0*010 
Nitrates,  as  nitric  nitrogen  0*530 
Oxygon  absorbed  in  4  hrs. 

at  80°F  2*014 
Chlorine  as  sodium  chloride  45*320 
Permanent  hardness  22*500 
Total  solids  230*000 
Odour  None 


Colour  -  pale  yellow  and  slightly 
turbid. 


Remarks 


This  is  a  very  satisfactorv  analysis  and  indicates  that  this  sample 
is  free  from  pollution.  The  water  is  moderately  soft  and  has  a  markod 
action  on  lead  in  the  cold.  For  this  reason,  pipes  of  this  metal 
should  be  avoided. 

In  my  opinion,  from  a  chemical  point  of  view,  tho  supply  is  very 
suitable  for  both  drinking  and  domestic  purposes. 

(Signed)  ARTHUR  S.  CaRI.CS. 

Public  Analyst. 


Certificate  of  Analysis 


of  a  sample  of  Treated  Water  marked  Worgret  Waterworks 

I  hereby  cortify  that  I  have  examined  tho  above  mentioned  sample  with 
the  following  results  (expressed  as  parts  per  million) 


Free  Ammonia 

0*096 

Albuminoid 

0*080 

Nitrites 

Oxygen,  absorbed  in  15 

absent 

Nitrates 

Oxygon,  absorbed  in  4  hrs. 

1*98 

mins,  at  80°F 

0.269 

at  80°F 

0*626 

Chlorine 

28*5 

Chlorine  as  sodium,  chloride 

46*97 

Temporary  hardness 

70*0 

Permanent  hardness 

35*0 

Total  hardnoss 

105*0 

Total  Solids 

157*0 

Metals  -  iron,  zinc  ) 
copper,  lead) 

absent 

Colour  -  very  pale  yellow 
and  clear. 

Free  Chlorine 

0*06 

Froe  Carbon  dioxide 

1.0 

Remarks 


This  sample  shows  a  very  considerable  improvement  on  the  figures 
given  by  the  previous  samplo.  The  organic  matter  and  froo  Carbon 
Dioxide  are  both  very  much  lower.  There  is  an  increase  on  tho  residual 
Fr.  e  Chlorine,  but  I  am  of  opinion  that  this  could  be  further  increased 
with  advantage. 

The  water  is  very  satisfactory  for  both  drinking  and  domestic 
purposes . 


( Signed )  ARTHUR  S.  CARLOS. 

Public  Analyst. 
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SEWERAGE  AND  DRaINaGE 


The  sewerage  system,  in  addition  to  serving  the  Borough,  receives 
sewage  from  40  houses  in  the  Bestwall  area  of  the  Wareham  and  Purbeck 
Rural  District  which  lies  just  outside  the  Borough  boundary. 

Storm  water,  as  far  as  is  practicable,  is  excluded  from  the  sewer¬ 
age  system  and  is  drained  by  soakaway  pits  or  through  storm  water  drains 
to  the  rivers  Frome  and  Piddle.  There  is  a  storm  water  overflow  from 
the  south-east  pumping  station  to  relieve  the  volume  of  flow  during 
storm  periods. 

The  sewerage  works  consists  of  three  pumping  stations  situated  at 
South  Bestwall,  North  Bridge  and  Northport,  and  a  disposal  works 
situated  on  eight  acres  of  land  on  the  Borough  boundary  to  the  north¬ 
east  of  the  town.  The  length  of  rising  mains  is  3,800  yards  and  pro¬ 
vision  is  made  for  the  chlorination  of  sewage  at  the  pumping  stations. 

The  disposal  works  consists  of:- 

A  balancing  tank  -  capacity  7814  gallons,  D.W.f.  3  hours 
2  Dortmund  tanks  -  capacity  39,060  gallons,  D.W.F.  15  hours 
5  sludge  beds  -  area  5,250  sq.ft. 

An  area  of  approximately  5  acres  of  land  is  used  for  the 
treatment  of  the  effluent  from  the  Dortmund  tanks. 

The  effluent  from  the  Dortmund  tanks  is  run  off  into  broad  trenches. 
These  trenches  have  been  constructed  in  a  very  irregular  pattern  and  the 
whole  of  the  available  treatment  area  is,  during  wet  weather,  frequently 
flooded  with  effluont,  there  being  an  overspill  of  untreated  effluent 
into  an  adjacent  stream  and  neighbouring  land. 

Apart  from  general  maintenance  and  tho  planting  of  300  conifer  troes 
as  a  screen  on  tho  Northern  boundary  of  the  works,  no  major  alterations 
or  extension  was  made  to  tho  disposal  works. 

Although  it  is  ovident  that  the  present  disposal  system  is  inadequate 
and  overloaded,  it  cannot  bo  said  that  it  is  giving  rise  to  a  serious 
nuisance  to  the  public  health. 


Number  of  houses  not  connected  with  sever  ...  4 

Number  of  houses  with  pail  closets  ...  ...  1 

Number  of  houses  with  cesspools  ...  ...  3 

Number  of  pail  closets  abolished  during  the  year  nil 

Number  of  cesspools  abolished  ...  ...  1 

Number  of  houses  connected  to  sewer  ...  ... 

Number  of  Nov;  oesspools  ...  ...  1 


Drainage  Works  Carried  Out 

New  drainage  systems  replacing  those  unsatisfactory  10 
Drains  repaired  ...  ...  ...  ...  4 
Sowers  repaired  •••  ...  ...  ...  1 
Sowers  and  common  drains  cleansed  ...  ...  6 


Public  Conveniences 


There  are  two  Public  Conveniences  in  tho  Borough  maintained  by  the 
Borough  Council.  Tho  premises  at  St.  John's  Hill  wore  repaired  and  re 
decorated  internally  and  externally  during  tho  year. 


. 
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SANITARY  INSPECTION  OF  TTJE  AREA 


Summary  of  Inspections 


Building  Bye-laws 

•  •  • 

69 

Food  Premises 

•  •  • 

47 

Butchers’  Shops 

•  •  • 

35 

Ice  Cream  Premises  ... 

8 

Dairies 

•  •  • 

6 

Meat  Inspection 

•  •  • 

14 

Drainage 

•  •  • 

44 

Water  Supply 

•  •  • 

10 

Conveniences 

•  •  • 

7 

Infectious  Disoase  ... 

26 

Drain  Tests 

•  •  • 

27 

Disinfestation 

•  •  • 

2 

Houses:  P.H.A. 

10) 

Samples :  Water 

38) 

H.A. 

10) 

•  •  • 

43 

Milk 

3).. 

44 

Purpose 

23) 

Ice  Cream 

3) 

Fish  Fryers 

•  •  • 

13 

Shops/Offices 

•  •  • 

10 

Fish  Shops 

•  •  • 

10 

Miscellaneous 

•  •  • 

143 

Total  number  of  inspections  558 


Statutory  and  Informal  Noticos 

The  following  table  shows  the  action  taken  to  secure  the  abatement 
of  nuisances  and  the  removal  of  conditions  dangerous  or  injurious  to 


health:- 

Noticos 

Number  Served 

Complied  With  * 

Outstanding 

Informal 

23 

22 

1 

Statutory 

1 

2 

1 

Miscellaneous  Work  Done  Following  Service  of  Notice 

Notices 

Served  Complied  With 

Rain  water  gullies  and  downspouts 

2 

4 

Sanitary  Accommodation 

4 

4 

Washing  Accommodation 

1 

1 

Defective  Floors 

1 

1 

Dangerous  structures 

1 

1 

Dangerous  roofs 

1 

1 

Drainage  and  sanitation  inadequate 

2 

- 

Shops  Acts  Notices 

2 

2 

Obstructed  drains 

3 

3 

Defective  drains 

2 

2 

Building  Bye-laws  contraventions 

4 

3 

■53" 

22 

Disinfection 

During  the  year  disinfection  of  premises, 

beddine;  and  personal 

effects  was  carried  out  after  various  infectious  diseases. 


Number  of  visits  in  connection  with  Infectious  Disease  26 
Rooms  fumigated  6 


. 


. 

.  . 

•  «  •  3  '  ♦•C.flV 

r .  x  •  ©  . 


<  •  « 


•  - 

’  c‘> 

' 


—  — - - 


.-rf.i  ■  •  ,xr« 


“ - 


* 


r  —  1  :1 

' '■>  'r •>  : 


—  -  ■  — 

- 

. 


10 


Control  of  Moveable  Dwellings 

There  are  no  licenced  sites  for  moveable  dwellings  in  the  Borough 
and  no  licences  to  station  moveable  dwellings  have  been  issued  during 
the  year. 

The  placing  of  a  tent  on  a  site  in  Sandford  Lane  and  used  for  human 
habitation,  was  reported  to  the  Council,  but  no  action  had  been  taken 
by  the  end  of  the  year. 


Verminous  Premises 


Fo  cases  of  verminous  premises  were  reported  during  the  year. 


Refuse  Collection  and  Disposal 

House  and  trade  refuse  collection  is  undertaken  by  the  Council 
and  collections  are  made  weekly.  Refuse  is  tipped  on  a  privately 
owned  site  on  the  Puddle town  Road,  in  the  Rural  District. 


Swimming  Baths 


There  are  no  swimming  baths  in  th6  Borough.  Bathing  takes  place 
in  the  River  Frome  near  the  Quay  during  the  summer  months. 


Shops  Acts 


Sanitary  accommodation  ard  washing  facilities  were  provided  in  one 
shop  on  informal  notice. 
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PREVENTION  OF  DAMAGE  BY  PESTS  ACT,  1949 


The  following  is  a  copy  of  the  Rodent  Officer's  Report  on  the 
work  done  in  the  District  during  the  year  ended  31st.  December,  1951. 


-  1 

( 

Local  j  Dwell- 
Autho-  |  ing 

rity  i  houses 
J  I 

I 

Agri¬ 

cul¬ 

tural 

| 

All  other  j  Total 
( including  | 
Business  fr 
Industrial  "j 

I  Total  number  of  pro¬ 
perties  in  Local 
Authority’s  District 

1 

i 

i 

5  J  842 

2 

I  ! 

i  i 

89  i  938 

1 

■  -  -  |  , 

II  Number  of  properties 
inspected  by  the 
Local  Authority  dur¬ 
ing  1951  as  a  result 
(a)  of  notification 
j  or  (b)  otherwise 

(a) 

_ 

13 

1 

» 

|  ; 

4  17 

.... .  .  : 

(b) 

5 

25 

2 

_ 

!  ! 

:  I 

5  :  37 

! i 

j  III  Number  of  properties 

Va.  jor 

2 

; !  i  ! 

•  1  -  i - i_ s  : 

i, under  ii )  iounc  "Co  -i 
be  infested  by  rats 

Minor 

1 

1  1 

2  1  3  !  24  j 

_ 1 _ _ 

IV  Number  of  properties 
(under  II)  found  to 
be  seriously  in¬ 
fested  with  mice 

- 

8 

. . 

-  1 

9  i 

V  Number  of  infested 
properties  (under 

II  IV)  treated  by 

the  Local  Authority 

3 

1 

26 

* 

33  ! 

VI  Number  of  Notices 
served  under 

Section  4:- 

1.  Treatment 

2.  Structural  works 
(i.e. )  proofing 

! 

- 

i 

i 

> . 

- 

— 

- 

1 

! 

i 

VII  Number  of  cases  in  ! 

which  default  action  i 

. 

was  taken  by  Local 

Authority  following  ; 
issue  of  notice 
under  Section  4 

■ 

t 

1 

! 

! 

1 

_ 

| 

i 

i 

! 

I 

i 

i 

-  i 

i 

l 

1 

J 

!  1 

VIII  t egal  Proceedings  ; 

1 

 i 

• 

1 

-  1 

I 

! 

.  i 

i 

l 

i 

i  •  j 

IX  Number  of  "block" 

control  schemes  ; 

carried  out  i 

* 

i‘ . 

' 

' 

! 

1 

1 

. 
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INSPECTION  AND  SUPERVISION  OF  FOOD 


MilV  Supply 


Number  of  Milk  Distributors  on  Register  31.12.51  ... 

Number  of  visits  made  to  Dairies  during  the  year  ... 

Number  of  informal  notices  served  in  respect  of  defects 
Number  of  informal  notices  complied  with  ... 


3 

6 

1 

1 


There  is  one  dairy,  within  the  Borough,  which  bottles  milk;  the 
remainder  of  the  milk  being  supplied  from  dairies  outside  the  towm 

It  is  estimated  that  about  of  the  milk  supplied  in  the  Borough 
is  either  pasteurised  or  tuberoulin  tested. 


Milk  (Special  Designation)  Regulations  1949 

The  following  licences  issued  by  the  Wareham  Borough  Council  wore 
in  forco  at  the  end  of  the  year:- 

Pasteurised  Milk 

Supplementary  licences  to  sell  pasteurisod  milk  ...  3 

One  now  licence  to  sell  pasteurised  milk  was  issued 
during  the  year. 

Tuberculin  Tested 

Dealers  (Bottling)  Licence  ...  ...  1 

Supplementary  Licence  to  sell  tuberculin  tested  milk  2 


Milk  Sampling 

The  following  are  particulars  of  milk  samplos  takon  in  the  District 
by  the  Food  and  Drugs  Authority  for  examination:- 


Designation 

No.  of 
Samplos 

Results 

of  Tests 

Methvlene  Blue 

Phosphatase 

Passed 

Failed 

Passed 

Failed 

Pasteurised 

59 

58 

1 

58 

1 

Pasteurised  (Over  65°F) 

1 

1 

- 

Tuberculin  tested 

2 

2 

- 

Non-des ignated 

11 

10 

1 

♦  • 


.  ..... 


V  ’ 


' 


. 
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■ 
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Meat  Inspection 
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Number  of  private  slaughterhouses  (temporarily  closed)  3 
Number  of  Butchers*  Shops  ...  ...  5 

Visits  to  the  Ministry  of  Food  slaughterhouse  at  Dorchester  were 
made  on  10  occasions  during  the  year,  but  this  (practice)  was  discon¬ 
tinued  during  the  Autumn  as  the  Local  Authority  employed  a  full-time 
inspector.  The  following  home  killed  animals  were  examined :- 


Bulls 

•  •  • 

12 

Sheep 

•  t  • 

141 

Cows 

•  •  • 

42 

Calves 

•  •  • 

2 

Heifers 

•  •  • 

23 

Pigs 

•  •  • 

4 

Steers 

•  •  • 

37 

Total  weight  of  meat  condemned  11  cwt.  1  qr.  17  lbs. 
Percentage  effected  with  T.B.  (by  weight)  18  per  cent. 

Food  Inspection 


The  following  food  was  inspected  and  condemned  :- 


Tinned  Goods 
English  Meat 
Fish 

Cooked  Meats 


604  lbs.  Sausages  ... 
401  lbs.  Cake  ... 
171  lbs.  Miscellaneous  ... 
245  lbs. 


50  lbs. 
30  lbs. 
75  lbs. 


Total  weight  -  14  cwt.  8  lbs. 


Food  and  Drugs  Act,  1938, 


.Number  of  premises  registered  for  the  sale  or  storage 

of  Ice  Cream  ...  ...  ...  12 

Number  of  premises  registered  for  the  manufacture 

of  Ice  Cream  ...  ...  ...  Nil 

Number  of  premises  registered  for  the  preparation 

and  manufacture  of  Foods  other  than  Ice  Cream  10 

One  application  for  registration  of  premises  for  the  storage  and 
sale  of  ice  cream,  which  was  refused  in  1950  on  the  grounds  that  the 
premises  wore  unsuitable,  was  granted  in  1951,  the  promises  having  b6en 

made  suitable. 

Tee  Cream 


Five  samples  of  ice  cream  were  taken  and  submitted  for  the 
Methylene  Blue  Reductase  test.  The  results  placod  all  the  samples 

\vithin  the  Provisional  Grade  1.  The  standards  adopted  for  grading 
are  those  suggested  in  the  report  (1947)  of  the  sub-committee  appointed 
by  the  Medical  Research  Council  to  enquire  into  tosts  for  the  bacterio¬ 
logical  grading  of  ice  cream. 

Cafes,  Restaurants  and  Other  Food  Shops. 

Inspection  of  these  premises  during  the  year  showod  that  in  general 
the  standard  of  cleanliness  is  satisfactory.  In  no  case  was  it  found 
necessary  to  take  legal  proceedings  under  the  Food  and  Drugs  Aot;  any 
defects  found  boing  remedied  follov/ing  informal  notice. 

The  Council  made  available  to  Food  Shops  a  notice  requesting 
customers  to  rofrain  from  bringing  dogs  into  shops.  Tho  Model  Bye-laws 
in  respect  of  tho  handling,  wrapping  and  delivery  of  food  and  sale  of  food 
in  tho  open  air  wero  adopted  by  tho  Council  during  the  year. 
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HOUSING 


Housing  conditions  in  the  Borough,  whilst  being  far  from  what  is 
desired,  probably  compare  favourable  with  those  in  towns  of  a  similar 
character  throughout  the  country. 

As  in  past  years,  very  little  work  of  major  repairs  or  reconstruc¬ 
tion  has  been  carried  out  to  the  older  type  of  property  and  no  work  of 
improvement  to  houses  has  been  carried  out  under  the  provisions  of 
Part  IT  of  the  Housing  Act  1949. 

No  cases  of  gross  overcrowding  were  reported  during  the  year,  but 
there  are  still  many  families  in  urgent  need  of  re-housing;  particularly 
young  families,  living  in  rooms,  who  wish  to  make  a  homo  of  their  own. 

During  the  year  a  total  of  10  new  houses  were  built  and  four  houses 
were  demolished  in  pursuance  of  Demolition  Orders.  Two  properties 
which  had  been  requisitioned  for  emergency  housing  wore  do-requisitioned. 

The  total  number  of  houses  built  in  the  Borough  was  ten  compared 
with  thirty-one  in  1950. 

Number  of  applicants  on  the  waiting  list  for  Council  houses 

at  the  end  of  1951  (exclusive  of  those  already  re-housed 

under  the  Emergency  Housing  schome):- 

Persons  residing  in  the  Borough  ...  95 

Persons  residing  outside  the  Borough  ...  86 


Emergency  Housing 


Total  number  of  houses  held  under  requisition 
by  Local  Authority  at  31st«  December,  1951.  8 

Number  of  families  re-housed  ...  9 


Fousing  Programme 
Site 


Bare  Road  Housing  Site 
Foroton’s  Lane  (Pre-fabs.) 
Cockpits  Fousing  site 
Red  Lion  Garden  site 
Foreton's  Lane  Housing  site 
Howard's  Lane  Housing  site 


No. of  Houses 

Completed 

Completed 

Proposed 

in  1951 

Since  194 

137 

4 

84 

10 

• 

10 

2  (O.P) 

- 

2 

4  (O.P) 

m 

4 

2  (O.P) 

2 

2 

3  (O.P) 

• 

- 

Note:  (O.P)  -  Old  Persons  Bungalows. 


Housing  Inspection 

1.  Inspection  of  Dwelling  Houses  during  the  year. 

i  (a)  Total  number  of  d\velling  houses  inspected  for  housing 

defects  (under  Public  Health  or  Housing  Acts)  ...  20 

(b)  Number  of  inspections  made  for  the  purpose  ...  43 

ii  (a)  Number  of  dwelling  houses  (included  undor  sub-head 
(i)  above  which  were  inspected  and  recorded  undor 
the  Housing  Consolidated  Regulations  1925-1932  ...  1 

(b)  Number  of  inspections  made  for  the  purpose  ...  2 
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iii  Number  of  dwelling  houses  found  to  be  in  a  state 
so  dangerous  or  injurious  to  health  as  to  be 
unfit  for  human  habitation  ...  ...  2 

iv  Number  of  dwelling  houses  (exclusive  of  those 

referred  to  under  the  preceding  sub-head)  found 

not  to  be  in  all  respects  reasonably  fit  for 

human  habitation  ...  ...  ...  4 

2.  Remedy  of  defects  during  the  year  without  service  of  Formal  Notice 

Number  of  defective  dwelling  houses  rendered  fit  in  con¬ 
sequence  of  Informal  action  by  the  Local  Authority  ...  4 

3.  Action  Under  Statutory  Powers  During  the  Year 

(a)  Proceedings  under  Section  9,10  h  16  -  housing  Act  1936. 

i  >Tumber  of  dwelling  houses  in  respect  of  which  notices 
were  served  requiring  defects  to  be  remedied  ... 
ii  Number  of  dwelling  houses  which  were  rendered  fit 
after  service  of  formal  notice :- 

(a)  By  Owners  ...  ...  ... 

(b)  Local  Authority  in  default  of  owners  ... 

(b)  Proceedings  under  Public  Health  Acts. 

i  Number  of  dwelling  houses  in  respect  of  which  notices 
were  served  requiring  defects  to  bo  remedied  ...  1 

ii  Number  of  dwelling  houses  in  which  defects  were 
remedied  after  service  of  formal  notice :- 

(a)  By  Owners  ...  ...  ...  2 

(b)  By  Local  Authority  in  default  of  owners 

(c )  Proceedings  under  Section  11  and  15  -  Housing  Act  1936 

i  Number  of  houses  in  respect  of  which 

(a)  Demolition  orders  wero  made  ... 

(b)  Undertakings  not  to  use  for  human 
habitation  until  rondorod  fit  accepted 

ii  Number  of  houses  demolished  in  pursuance  of 

demolition  orders  ...  ...  ...  4 

(d )  Proceedings  under  Section  12  of  the  Housing  Act  1936 

i  Number  of  separate  tenements  or  underground  rooms 
in  respect  of  which  closing  orders  were  made  ... 
ii  Number  of  separate  tenements  or  underground  rooms 
in  respect  of  which  closing  orders  wore  determined 
the  tonement  or  room  having  been  rendered  fit  ... 

4.  Now  Uouses 


Total  number  of  new  houses  erected  during  1951  ...  10 

Number  erected  during  1951  with  State  assistance 

(a)  By  Local  Authority  ...  ...  6 

(b)  By  other  Bodies  or  Persons  ... 

Number  of  houses  owned  by  Local  Authority 

(a)  Permanent  ...  ...  ...  197 

(b)  Temporary  pre-fabricated  bungalows  ...  10 
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PREVALENCE  AND  CONTROL  OF  INFECTIOUS  DISEASES 


Particulars  of  infectious  diseases  notified  are  given  in  the 
tables  which  follow.  There  was  no  outbreak  of  serious  infectious 
disease  in  the  Borough  during  the  year. 

Eleven  cases  of  dysentery,  sonne  type,  were  notified.  In  no 
case  was  the  patient  or  members  of  the  household  engaged  in  the 
preparation  or  handling  of  food  for  sale. 

There  were  no  deaths  from  notifiable  infectious  disease  apart 
from  one  due  to  pneumonia. 


Notifications  (Corrected)  Figures 


Disease 

i 

1st. 

Qtr. 

2nd. 

Qtr. 

3rd. 

Qtr. 

4th. 

Qtr. 

Total 

Admitted  I.D. 
hospital 

Scarlet  Fever 

4 

1 

5 

2 

Whooping  cough 

40 

1 

3 

- 

44 

- 

Measles 

12 

37 

9 

- 

58 

- 

Ac.  Poliomyelitis  ; 
Paralytic 

1 

1 

1 

Non-paralytic  ! 

- 

- 

- 

• 

- 

- 

Ac.  Pneumonia 

10 

1 

- 

1 

12 

- 

Dysentery 

’  ! 

L 

; 

11 

1] 

Cases  of  Infectious  Diseases  Notified  During  1951 


Ago  Groups 

Scarlet 

Fever 

Whoop¬ 

ing 

Cough 

Measles 

A< 

Pol  ion 
Para¬ 
lytic 

lute 

ayelitis 

Non-para 

lytic 

Pneu¬ 

monia 

Dysen¬ 

tery 

Under  1  year 

2 

1-2 

- 

10 

11 

•m 

- 

3-4 

2 

9 

13 

- 

- 

5-9 

3 

14 

29 

- 

- 

10  -  14 

- 

2 

3 

- 

15  -  24 

- 

1 

- 

- 

- 

25  and  over 

- 

- 

1 

1 

mm 

Age  Unknown 

- 

6 

1 

- 

- 

Under  5  years 

1 

2 

5-14 

1 

4 

16  -  44 

2 

5 

45  -  64 

3 

- 

65  and  over 

3 

- 

Age  Unknown 

2 

Total 

5 

44 

58 

1 

- 

12 

_ 
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Notification  (Corrected)  Rates  per  1,000  Home  Population 


Infectious  Disease 

— 

England  & 
Wales 

Wareham 

Borough 

Typhoid  Fever  ...  ... 

ooo 

0*00 

Paratyphoid  Fever  ...  ... 

0*02 

0.00 

Heningococcal  Infections  ... 

0*03 

0*00 

Scarlet  Fever  ...  ... 

1*11 

1*83 

Whooping  Cough  ...  ... 

3*86 

16*10 

Diphtheria  ...  ... 

0*02 

0.00 

Erysipelas  ...  ... 

0*14 

o.  00 

Smallpox  ...  ... 

o.oo 

0*00 

W 0&S 1 03  •••  ••• 

14*07 

21*22 

Pneumonia  ...  ... 

0  •  99 

4*38 

Acute  Poliomyelitis  (including 

Polioencephalitis 

Paralytic  . . . 

0*03 

0*37 

^on-paralvtic 

0.02 

0*00 

Food  Poisoning  ...  ... 

1 

i 

0*13 

0-00 

■  - - - -  ..  - - - 1 

Tuberculosis 


Particulars  of  New  Cases  and  of  Deaths  During  the  Year 


Age  Periods 

New  Cases 

. 

Deaths 

Pulmonary 

Non-pulmonary 

Pulmonary 

Non-pulmonary 

M  F 

M  F 

M  F 

M  F 

Under  1  year 

1  -  4 

- 

- 

- 

- 

5-9 

10  -  14 

n  ^ 

1 

•  * 

15  -  19 

- 

20  -  24 

1 

- 

25  -  34 

- 

1 

- 

- 

35  -  44 

- 

- 

- 

- 

45  -  54 

- 

- 

- 

- 

55  -  64 

- 

- 

- 

- 

65  upwards 

Total 

1 

l 

2 

1 
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Cases  of  Tuberculosis  Remaining  on  the  Register  of  Notifications 

at  31st.  December,  1951 


Pulmonary 

Non-pulmonary 

Total 

Male 

Female 

Male 

Female 

Cases 

8 

2 

2 

4 

16 

Scabies  and  Verminous  Conditions 


Two  cases  of  scabies  and  two  cases  of  verminous  condition  of  the 
scalp  of  children  were  reported  during  the  year. 


NATIONAL  ASSISTANCE  ACT,  1948 

Section  47,  Removal  of  Persons  in  Need  of  Care 
and  Attention  to  Suitable  Premises 


The  Council  decided  to  adhere  to  the  procedure  required  under 
Section  47  of  the  National  Assistance  Act  1948,  for  the  removal  of 
persons  in  need  of  care  and  attention  to  suitable  premises  and  not 
to  authorize  the  procedure  under  Section  1  of  the  National  Assistance 
(Amendment)  Act  1951. 

There  wore  no  cases  during  the  year  where  it  was  necessary  to 
proceed  under  the  provisions  of  Section  47  of  the  1948  Act. 


. 


'  •  '  )■>  f  1  i>  •>,  3rf) 

T':"  ~  "  "  - - — 


•  ■  -  .  . 


:i.  .  if. 


•  ‘  ■  ’  . 

?  v  -v  ’  •  > '•  •  crjT 


.f'U  :  0  -  •  &4IM  #£$»] 

. 

.  >■  .  .  . 

Y  <*9'  -»*' '  i  1  «fv  v  id"  ?.r>  -  ,,v  ■  > 

•  •'  ’  •  t*  ' j  / :  •  '  . 


- 


19 


FACTORIES  ACTS,  1937  and  1948 
Part  1  of  the  Act 


1.  INSPECTIONS  for  the  Purposes  of  Provisions  as  to  Health  (including 
Inspections  made  by  the  Sanitary  Inspectors) 


Premises 

Number  on 
Register 

Number  o 

•* 

In¬ 

spections 

Written 

Notices 

Occupiers 

Prosecuted 

(i)  Factories  in  which 

sections  1,2, 3, 4  *-  6  are 
to  be  enforced  by  the 

Local  Authority 

10 

9 

2 

- 

(ii)  Factories  not  included 
in  (i)  in  which  section 

7  is  enforced  by  the 

Local  Authority. 

(iii)  Other  premises  in  which 
section  7  is  enforced 
by  the  Local  Authority 
(excluding  Outworkers 
premises ) 

12 

5 

1 

2 

i 

1 

1 

1 

1 

\ 

Total  !  24 

15 

4 

m 

2.  Cases  in  which  DEFECTS  were  found 


Number  of  Cases  in 

which 

No .  of 

Pf'  \ 

Defects  were  found 

Cases  in 

Referred 

which  pro- 

Particulars 

Found 

Remedied 

To  H.M. 

By  K.M. 

secutions 

Inspector 

Inspector 

were  in¬ 
stituted 

Want  of  cleanliness  (Si) 

1 

1 

Overcrowding  (2) 

- 

- 

- 

- 

- 

Unreasonable  temperature 

- 

- 

- 

- 

(S3) 

Inadequate  ventilation( Si ) 
Ineffective  drainage 

** 

•* 

• 

*■ 

of  floors  (S6) 

Sanitary  Conveniences ( S'? ) 

1 

• 

•* 

(a)  Insufficient 

- 

- 

- 

- 

- 

(b)  Unsuitable  or 

- 

- 

- 

- 

- 

defective 

(c)  Not  separate  for 

1 

1 

- 

- 

- 

sexes 

Other  offences  against 

the  Act (not  including 
offences  relating  to 
Outwork) 

3 

3 

Total 

6 

5 

- 

1 

* 

’ 

’ 


■— 


.... 


r*  t> 


.•  .  .  .  I 


r  : 


» 


.  v  . 


- 


•* 


.. 

1  • 

■ 

•  -Tr  I 

‘ 

S  J 


20 


OUTWORK 


(Soctions  110  and  111 ) 


Nature 

of 

work 

Section  110 

Section  111 

No.  of 
Outworker: 
in  august 
List  reqd. 
by  Sect. 
110(l)(e) 

No.  of 

Cases  of 
default 
in  sending 
Lists  to 
the  Council 

Vo.  of 
Prose¬ 
cutions 
for  failure 
to  supply 
Lists . 

No.  of 
instances 
of  work 
in  un¬ 
wholesome 
premises 

Notices 

Served 

Pro- 

se- 

cu- 

tions 

Wearing 

Apparel 

(Making  Gtc 
C loaning 
*-  washing' 

3 

- 

! 

t 

• 

* 

. 


1 


